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ABSTRACT 


An experiment is described in which 30-MeV electrons 
were used to irradiate LEDs. A brief description of typical 
electron radiation sources is given along with a description 
of the effects of electron radiation on semiconductors. 
Using a simple model for LED current generation, a set of 
equations for determining phenomenological damage constants 
is given. The damage sustained by the LEDs increased total 
current but reduced radiative current for a given voltage 
and was similar to that seen by earlier workers performing 
comparable experiments with electrons, protons, and 
neutrons. Four groups of LEDs were studied. The group of 
LEDs fabricated by liquid phase epitaxy (LPE) had an 
average lifetime-damage constant product TOK = 6.4 x hoot: 
cm*/e7 which was much greater than the averages for three 
different color groups of LEDs fabricated by vapor phase 


epitaxy (VPE) where the average lifetime-damage constant 


aS ei) 


products were TOK = 1.3 x 10 ae ae TOK = 0.7 x 10 


=i? ena ee THLS indicated tnaet 


cm“/e and ToK = 1.9 x 10 
the LPE devices are from 3 to 9 times as susceptible to 


damage as the VPE devices. 
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We INTRODUCTION 


A. OVERVIEW 

Optoelectronic components and devices are used 
extensively in communications and control systems in 
satellites and tactical military systems. The outer space 
environment and nuclear weapons threat possess the potential 
for causing radiation induced damage in these devices. This 
threat has led to investigations into the hardness of 
individual components to the various types of radiation. 

While silicon is the most common material basis for 
semiconductor devices, other materials can have important 
specialized applications. GaAs and GaAs,_,P, (Gallium 
Arsenide Phosphide where x indicates the fraction of 
phosphorous) are two compounds commonly used in the 
fabrication of semiconductor devices such as Light Emitting 
Diodes (LEDs). These components and the devices fabricated 
from them have been studied for their reactions to the 
various nuclear radiations. Because of its annealing 
properties, Gallium Arsenide (GaAs) has been proposed as the 
material for use in the solar panels of the NASA Solar Power 
Satellite (SPS) where long lifetime is needed for a device 
that will be exposed to the Van Allen radiation belts and to 


cosmic radiation [Ret eEIe 


The LED is a simple semiconductor device that allows 
convenient measurement of its characteristics and is a good 
vehicle for quantifying radiation damage effects. In this 
work I report on the effect of electron radiation on several 


Kamas of LEDs. 


Be PREVIOUS WORK 

The radiative conversion efficiency of LEDs (the ratio 
Se eneowligntworoducing current, I,.to the total current,;,,.J) 
is reduced by ionizing radiation such as high energy 
electrons and protons. Gamma rays and neutrons also produce 
secondary effects that lead to ionization. These different 
categories of radiation can all cause displacement defects 
in a material's crystal lattice. These defects introduce 
additional states in a semiconductor's energy gap and can 
act as additional recombination centers. The additional 
recombination centers cause a reduction in minority carrier 
lifetime. Two categories of defects are possible. Simple 
defects, composed of at most a few atoms associated 
together, form a relatively stable defect. They are 
characteristic of electron, low energy proton, and gamma ray 
damage in which energy imparted to any single crystal atom 
is small. Cluster defects involve a large disordered region 
Of up to several hundred atoms and are caused by neutrons 
and high energy protons which can impart a large amount of 


kinetic energy to a single atomic nucleus [Ref. 2]. 


Ionizing radiation can also alter device operation by 
introducing trapped charges into the device. 

Schade and co-workers [Ref. 3] investigated the effects 
of electron irradiation of GaAs,_,P, LEDs. They found a 
large decrease in the light output of diodes after 
irradiation. They concluded that light emission originated 
in the neutral p-region and the output degradation was due 
to the production of non-radiative recombination centers. 
The center primarily responsible was an acceptor. Its 
influence was independent of alloy composition. They also 
detected indications of annealing. 

Stanley [Ref. 4] irradiated various types of LEDs with 
electrons. A dependence on the method of semiconductor 
fabrication for hardness levels was detected. GaAs devices 
made by epitaxy were more sensitive to radiation than 
standard diffused types. The devices in the present 
experiment were fabricated by liquid phase epitaxy (LPE) or 
vapor phase epitaxy (VPE). 

Millea and Aukerman [Ref. 5 and 6] studied electron 
radiation effects on GaAs LEDs. They found that light 


intensity, I, went as: 


I = 1, exp(qv,/ktT) (1) 


Over several orders of magnitude at 78°K and 298°K. I, is 


Initial intensity, gq is the unit of charge, as the applied 


eG) 


mortage, kK 1s the Boltzmann constant (1.38 x ome ay RO 

emeel is the temperature in ok. Phis relationship can be 
used to determine a damage constant for the LED as shown 

later. 

Barnes [Ref. 7] provided a good summary of work in LED 
Mees barlom with the diftferemt effects including electron, 
proton, and neutron induced damage. Ina later paper 
PReGe se) he described an experiment using protons with a 
relatively high energy (16 MeV). This more recent paper 
confirmed much of the previous work and provided a 


descriptive basis for the procedures used in the present 


experiment. 


C2 PREOENT EXPERIMENT 

Many different types of LEDs are available for use in 
optoelectronics systems. This investigation studied LEDs 
with one basic mechanical configuration but with varying 
semiconductor material compositions. The variation in 
composition gave four different wavelength outputs (colors) 
all in the visible region: red, high efficiency red (HER), 
green and yellow. The green LEDs were fabricated using LPE 
and the others using VPE. 

The LEDs were irradiated with 30-MeV electrons uSing the 
Bimedaremccelerator (LINAC) at the Naval Postgraduate School. 

The configuration of the LEDs and their operating 


characteristics are shown in Figure 1 and Table I which are 


Ill 
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Figure 1. LEDW@ontiiguratrven 


taken from the Hewlett Packard Optoelectronics Designer's 
Catalog 1984. The LEDS were tested aS discrete components 


and not part of a system. The tinted plastic and glass 
lenses on the top of the LEDS were removed so that radiation 
induced darkening of the lens would not interfere with light 
Output measurements. Note that the catalog numbers for the 
LEDs correspond as follows: 1N5765 --> HLMP-0904 (Red); 
IN6092 --> HLMP-0354 (HER); 1N6093 --> HLMP-0454 (yellow); 


1N6094 --> HLMP-0554 (green). 
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LED PERFORMANCE SPECIFICATIONS 
Absolute Maximum Ratings at T,=25°C 
: nee High Eft. Red Yellow 
Power Dissipation 
(derate IInearly from 50°C at 
1.6mW/°C) 
DC Forward Curent «Yn he 
Peak Forward Current 1000 
See Fig. 5 see Fig. 10 See Fig. 15 | See Fig. 20 
Operating and Storage . oC 
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Lead aaa, “onperature . 
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—— es Characteristics at T,=25°C 
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2 The dominant wavelength. Ag. :s derived from the CIE chromaticity diagram and represents tne singie wavelength which detines the color of the device 

3 Junction to Cathode Lead with 3 18mm (0 125 inch) of leads exposed between base of flange and heat sink 

4 Radiant intensity, |. in watts ’steradian, may be found from the equation I, = l/s where |, 15 the luminous intensity in Candelas and m Is the luminous 
efficecy in lumens/watt 

5 Limits do not apply to non JAN parts 
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DE SIMPLE MODEL OF AN LED 

The simplest LED semiconductor model assumes a pn 
junction created by doping one region with donor atoms and 
an adjacent region with acceptor atoms. In LEDs, light is 
produced by energy released in the form of a photon when an 
electron in the conduction band jumps the gap and recombines 
with an acceptor in the valence band. The recombination may 
be direct, where the electron goes across the entire gap in 
the jump, or indirect where it first recombines at an 
intermediate energy level and subsequently makes a transi- 
tion across the remainder of the gap. GaAs and GaAs,_,Px 
devices are direct and GaP indirect. The wavelength is 
given by 

1240 


X — ee 
Ta nm C23 


where AE, is the energy level difference of the direct gap. 
Table II summarizes common properties for LEDs [Ref. 9]. 
Gage, et. al., in {[Ref. 9] is a good source for further 


details on LED operation and characteristics. 
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TABLE Il 


TYPICAL SEED. PROPERTIES 


Band Energy Emission, 
Material Gap (eV) » (nm) Transition Type 
GaAs 1.43 910 direct 
GaP gee bo indirect 
GaAS ¢oP 40 1.91 650 direct 


its 


Jig) igs BACKGROUND 


This chapter includes a survey of radiation sources, a 
description of the interactions of electrons with matter 
with respect to radiation damage, some details of LED 
methods of operation and the effects of electron radiation 


eigh Ola Beye 


A. RADIATION SOURCES 

Radiation sources come ina variety of forms. Nuclear 
weapons output and the Van Allen radiation belts are large 
scale producers of radiation in several forms. Of course, 
it is difficult for an investigation of limited means to use 
these sources directly (and often undesirable as well), so 
Simulators are used to produce scaled down amounts of 
radiation. The LINAC is such a simulator. 

1. Nuclear Weapons 

Nuclear weapons upon exploding release several 

radiation products summarized in Table III [Ref. 10]. 
Typical output partition for weapon energy is 50-80% into 
X-ray production, 10-20% into kinetic energy of fission 
fragments and weapons debris which includes ions and 
electrons, 1% into neutron production ane 0.5% into gamma 
ray production. About 5% to 10% of the energy may appear as 


debris decay radiation over extended periods of time, known 
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as fallout. EMP is electromagnetic pulse, a secondary field 
effect of the weapon induced Compton electrons. The energy 
Output of a weapon is normally expressed in kilotons (KT) of 


12 calories. 


TNT equivalent where 1 KT = 10 

The number of electrons produced by the weapon 
directly from debris ionization is significant but not 
necessarily the major source. For a burst in the 
atmosphere, the gamma rays induce Compton electrons which 
are of sufficiently high energy to cause secondary electrons 
through ionization of the air. The neutrons produced will 
also cause ionization through collisions with aue eens 
showering effect can produce electron fluxes much larger 
than the direct weapon production. For instance, if a l MeV 
gamma ray produced one 1 MeV Compton electron, this electron 
could produce on the order of 30,000 secondary electrons of 
33 eV each. 

It should be noted that the importance of various 
weapon outputs to causing electronics upset or degradation 
does not depend only on the magnitude of the output. Other 
factors such as the duration time of the pulse are 
important. Thus gamma rays, though a small percentage of 
Output, can, through their shorter pulse duration, produce a 
larger amount of electronics upset than the x-rays. 

2. Van Allen Belt and Trapped Radiation 
Another source for electron radiation is the trapped 


charged particle regions in the earth's magnetosphere known 


lee! 


aomene Valls en radiation belts. EWectrons and protons, as 
well as larger ions, are trapped in the geomagnetic field by 
tme Lorentz force and spiral around the field lines. fhe 
sdiraling particles bounce between mirror points that are at 
conjugate northern and southern hemisphere latitudes. The 
bounce period is of the order of a tenth of a second. The 
particles also drift eastward taking about 30 minutes fora 
1 MeV electron to drift around the earth [Ref. 10]. 

Some artificial trapped radiation belts have been 
created by high altitude nuclear bursts when some of the 
debris reached sufficient altitudes such that the charged 
SPateetclesmewere injected into the magnetic field. Some of 
the artificially produced belts have lasted up to two years 
with electron fluxes on the order of ten times that of the 
Yam Ailen belt. The flux induced by a megaton size device 
in 1962 produced a peak flux of = 10? electrons/cm“-sec as 
measured 10 hours after detonation. Two days after 
detonation this peak was 5 x 10° BACT COney Cn tesa cx The 


8 Sieeeronayenc sec. Eleeceron 


Sean val Allen £lux 1s 1 x 10 
eTece@es am the radiation belts go up to 5 MeV. Proton 
energies reach several hundred MeV [Ref. 10]. 
3. Linear Accelerator 
The various types of radiation encountered in the 


severe environments outlined above can be simulated using 


Machines and devices of various designs. The production of 


Ne, 


electrons for inducing radiation damage was accomplished 
with the LINAC for this experiment. 

The NPS LINAC uses a series of klystrons to impart 
energy to electrons produced by an electron gun. The beam 
of electrons is formed and steered by controllable magnets. 
The beam impacts a target placed in an evacuated target 
chamber. For this experiment the target chamber was 
evacua eam ola: tome Torr with all runs conducted at room 
temperature (300°K). 

The peak energy attainable for the electrons is 100 
MeV. For this experiment 30-MeV electrons were used. The 
LINAC operates at 60 pulses per second with a pulse duration 


on the order of “2258 x Moo sec. The pulses can be single or 


in pulse trains. There is a theoretical peak of 1011 
electrons/pulse; however, the accumulated dose or fluence of 
electrons is spread over an area and actual dose must be 
measured. The means of doing this was a secondary emission 
monitor (SEM) directly behind the target. As electrons 
impacted on the SEM, a capacitor linked to a voltage 


integrator gave the accumulated dose derived from the 


relationship 


CV 3 3p 


O 
II 


Full operating parameters of the LINAC can be found in 


[Reefs lee 


20 


BE MNT ERACTION OF ELECTRONS WITH MATTER 

Electrons lose energy in matter by interacting with 
atomic electrons and nuclei. There are four types of 
interactions between electrons and matter: elastic 
collisions with atomic electrons and nuclei and inelastic 
collisions with atomic electrons and nuclei. 

Inelastic collisions are the primary mechanism by which 
electrons lose energy in matter. Normally, an inelastic 
collision with an atomic electron results in excitation or 
freeing of the atomic electron. An inelastic collision with 
a nucleus deflects the incident electron causing a quantum 
of electromagnetic radiation (bremsstrahlung) to be emitted. 
The kinetic energy of the electron is reduced by the amount 
of energy in the photon produced. 

In elastic collisions the incident electron is deflected 
but does not radiate energy. The electron loses only enough 
energy to conserve momentum when it collides with a nucleus. 
For an elastic collision with an atomic electron, energy and 
momentum are conserved and not enough energy is transferred 
to ionize the atom. In either case, the effects of elastic 
collisions are not signficant when considering displacement 
defects and these types of collisions are ignored. 

An electron will undergo all four types of interactions 
while being stopped by matter. Which interaction occurs is 


a matter of chance and the probability of each type of 


ZY 


encounter can be obtained from scattering theory. The most 
probable collision energy loss per mass thickness is for 
inelastic collisions with atomic electrons and is called 
collision stopping power. Collision stopping power is 
directly proportional to the atomic electron density of the 
struck atom. Thus higher atomic number elements have a 
greater chance of interaction with an incident electron. 
Collision stopping power is inversely proportional to the 
square of the incident electron velocity. Thus a higher 
energy electron with a higher velocity has a lower chance of 
interacting ina given thickness with a given material. 

Collision stopping power is expressed as a cross section 
BepreSemrmcd saver (sigma) and given in units of MeV-cm*/gm. 
Tabulated values for collision stopping powers for selected 
elements against electrons of selected energies are 


available. The value used in this experiment was 


2 
;. & W.57eee eee (4) 


from the table for copper and 30-MeV electrons [Ref. 13]. 
Copper was used as this is the closest atomic number element 
to Gallium and Arsenic for which tabulated figures were 
available. | 

There iS a second consideration for the stopping of the 


electron because of its loss of energy to radiation 
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(bremsstrahlung) during inelastic collisions with atomic 
nuclei. iimis ChECCE 1S CoOmtained in a Seconda cross section, 


Oo and the total stopping power of a material is the sum of 


R! 
the collision and radiative stopping powers. Radiative 
stopping power was ignored for this experiment because the 
damage of interest is displacement defects in the material 
structure and these permanent defects are predominantly a 
result of the collisions with the atomic electrons. It 
should be noted that the bremsstrahlung, which extends in 
Mmeeaiency Up £O y=(gamma) radiation, can contribute to 
electron production and be a multiplying factor for total 
dose sustained by a material. These y~-rays have high 
penetrating power and the secondary electron production is 
more of a volume effect. The small size of the LEDs in this 
experiment allowed this effect to be ignored. 

In this report electron dose is expressed in several 
ways. The simplest is fluence, given by total 
electrons/cm~. It is also expressed by flux in terms of 
electrons/cm“-sec. Finally the dose may be given in rads. 
This is an expression of the total amount of energy 
transferred to the material by the radiation. One rad is 
the same as 100 ergs/gm. Rads must be specified for the 
material such as "rads (Cu)" for copper because the amount 
of energy transferred is dependent on the collision stopping 


power cross section, a function of the material. Dose given 
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in rads will always be in rads (Cu) for this report unless 
otherwise specified. 

Since in an LED the volume where light production occurs 
is such a thin section, the concept of surface dose is used. 
Surface dose is dose deposited on a surface rather than in a 
volume. According to Rudie [Ref. 10], the surface dose in 
rads for a low atomic number material irradiated by ¢% (phi) 
monoenergetic electrons per square centimeter can be 


expressed by 
R (rads) = 1.6 x 107° ¢ a (5) 


where 9, is given by equation 4 for copper and the 
conversion factor 1.6 x lem is for converting MeV to units 
of 100 ergs. This formula will be used for doses given in 


rads in this report. 


Cc. EFFECTS OF ELECTRON RADIATION ON LEDs 

LEDS are a well investigated and well understood class 
of semiconductor devices. The operation of the LEDs will 
not be covered in detail except that the basis for current 
flow in the devices will be explained. Using the simplest 
current relationships the damage constant, a useful para- 
meter for phenomenological description BE radiation damage 
effects, is derived. Two excellent sources for further 


details on LED theory, as well as other semiconductors, are 


24 


found in Muller and Kamins' Device Electronics for IgV lems aie 
ed Circuits [Ref.14] and Sze's Physics of Semiconductor 


Pevices {Ref. 15]. 
Ll. LED Current 

In Muller and Kamins [Ref. 14], Chapter 4, an 
analysis of currents ina pn junction of an ideal diode is 
done. 

The first step is to obtain a continuity equation 
across the infinitesimal slice, dx, representing the pn 
Hemecton. This continuity equation for free carriers 
accounts for the net flow of electrons (or positive charge 
carriers called holes) into and out of the slice and the 
excess generation over recombination of electrons within the 
Slice. This leads to complicated partial differential 
equations. They are simplified using assumptions about the 
nondependence on x of diffusion and about mobility 
parameters for the carriers. Steady state is assumed and 
the equations become ordinary differential equations in x. 
The electric field is assumed to be negligible in the region 


under consideration and the equations become 


aa = sR. —- G (6) 


and 
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= R =-G i) 


where ae and Ds are the diffusion constants for the 
electrons and holes respectively (not functions of x), n(x) 
and p(x) are the number concentrations of electrons and 
holes respectively and Ro! Na Go and Gy represent the 
recombination and generation rates of the carriers. 

Generation and recombination models developed by 
Shockley, Hall and Read (SHR) are applied to the resulting 
equations. It is then possible to characterize the minority 
carrier distributions in the om jJunctvoen underserta>s eo 
solution for an ideal diode can then be obtained. 

The ideal diode model, using the SHR model, uses a 
pn junction connected to a voltage source with the 
negatively doped n region grounded and the positively doped 
p region at V, volts (Figure 2) relative to ground. It is 
assumed that the applied voltage ve is sustained entirely at 
the. june t vont & Vis 1S positive, for forward bias, the 
barrier to the diffusion flow of majority carriers at the 
junction is reduced. The reduced barrier permits a net 
transfer rate of holes from the p-side to the n-side and of 
electrons from the n-side to the p-side. The transferred 
carriers become minority carriers and are quickly 


neutralized. Minority carrier densities and lifetime are a 
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Space charge zone 


P-region 


Y 
i. 





Figure 2. Simple pn Junction Diode 


Critical parameter because they determine what currents flow 
in a pn junction. Majority carriers act as suppliers of the 
injected minority-carrier current or as charge neutralizers. 
The final relation for current as a function of applied 


voltage Ve is 


ei, Lexp(qV_/kT) - 1] (8) 
where J is total current, the sum of diffusion current and 
dapat current, and Peeeoeencmaa CU etOonmetrrent arrived at 
by negative biasing the diode to the breakdown point. 

As explained above, minority carrier concentration 


and lifetime are the important parameters for determining 


2a 


diode operation. Minority carrier concentrations are 
typically 10 orders of magnitude below majority carrier 
densities [Ref. 14]. The carrier densities and thus the 
Current are dependent on the applied voltage according to 


the equation 


pn = age exp(qVv_/kT) (9) 


Joao. exp(qV_/kT) (10) 
becomes the working equation under forward bias. The 
component due to saturation current is ignored as is the 
drift current since they are much smaller in normal 
operation than the total forward current. In these 
equations, J is total current, ns lis the intrinsicwcarrie: 
concentration, q is the unit of charge, k is the Boltzmann 
constant, and T is temperature in De 

This simple model of the pn junction (Figure 2) 
treated the junction simply as a barrier to the diffusion of 
carriers. Under certain conditions the junction, which has 
dimensions on the order of on cm, can act as a depletion 
region. A significant number of recombinations can take 
place in this so-called space charge recombination region. 
Using assumptions similar to those above, the carrier 


densities for this space charge recombination region are 


found to be 
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p> 1, exp(qv_/2kT) el Is) 


scene Current relation is 


Jo= J, exp(qv_ /2kT) lez) 


iije tOtal current for a pn junction 1S a combination of the 
diffusion current and space charge recombination current 
although one or the other is often dominant. The dominant 
current type can be determined by examining a voltage versus 
current plot for the LED as in Figure 7. By measuring the 
Slope of the straight part of the curve a value for the 
constant in the denominator of the exponential (1 for Eqn. 
10 or 2 for Eqn. 12) can be obtained. If it is close to l, 
Weeision Current 1S dominant and, 1f£ 1 is close to 2, 
space charge recombination current is dominant. 
2. Damage Effects and Determination 

The light output of the LED is related to the 
efficiency of conversion of forward biased current. 
Degradation of the light output is caused by the 
introduction of nonradiative recombination centers into the 
semiconductor structure. These centers compete with 
radiative centers for excess minority carriers. The result 
is a reduction in minority carrier lifetime t. 

B.H. Rose and C.E. Barnes in [Ref£. 8] outlined a 


derivation for determining a damage parameter as follows. 
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Total initial lifetime of the minority carriers is 


written 








eke. 
O OR ONR 


where Ty) is the preirradiation minority carrier lifetime and 


t and TonrR are the lifetimes associated with radiative and 


OR 


nonradiative processes. The lifetime values are determined 


by the equations 





ro Re N (14) 
R 
Top ti R 
and 
: = 6 V N (15> 
NR 
TONR Eh aN 
where oh and Oup are carrier capture cross sections and Van 
is the minority carrier thermal velocity. Np and Nyp are 


the radiative and nonradiative center concentrations, 
respectively. 
The minority carrier lifetime after irradiation is 


expressed in a phenomenological equation as 








1 1 1 

= aC V N (16) 
NRI 

8 Tor TonR th ~“NRI 
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where the additional term comes from the radiation 


Mleroduiced nonradiative centers. This can be rewritten as 


a °NRI Ven Nyeq Gla 


and 


ZZ 
TT 
O 
ced 


NRI 1 eee 


where @ is the radiation fluence in aieancene//en- and Ci is 
pmecouscane reflecting the probability of generation of a 
@Gemece by a unit of fluence. 

The physics governing the effects of radiation on 


the semiconductor material 1S contained in the damage 


constant K, 


and the equation used to describe LED radiation damage is 


A, . LL + K 6 (20) 
18 To 

Or 
10 = jj + K (21) 
= io 


Sul 


Determining or predicting LED light output degradation by 
the phenomenological approach is useful. ToK, the initial 
lifetime-damage constant product is the quantity of 
interest. 

The current controlling mechanism for the operating 
region of the device must be known to determine the damage 
constant. For an LED whose light output is due to a 
diffusion controlled radiative current the light output 


would be given by [Ref. 8] 
IT=C, t exp(qV_/kT) (225) 


where C5 incorporates the LED conversion efficiency. Taking 
the ratio of Iy and I (where I, and I are the pre- and post- 
radiation light outputs and Tt) is the value in Eqn. 22 for 
Ij) gives the first half of “Bqn= 23°) the restarol ou > sane 


Bane 2 i. 
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By measuring I, and I as a function of ® the value of TyK is 


determined. 
According to Sze [Ref. 15], totai=eurrentrcensur., 


J, when dominated by diffusion is expressed as 


a2 


C3 


J = 7/2 exp (qV_/kT) 2a) 


where C3 is a constant similar to C5. Solving for 


exp(qv_/kT) Snetesuestituting into Eqn. 22 qives 
if ae on Tt J 2 >) 


where Cy is the product of the constants C5 and C3- Liacan 
be seen from Eqn. 25 that in this case t is proportional to 
12/3 HOoeecOnstane total current J. Substituting from Eqn. 


21 then gives 


il 2/3 T 
( ) = (oer ) Ging hee AG 2S) 


The difference between Eqn. 26 and Eqn. 23 is the condition 
of constant total current J which is a condition that can be 
maintained experimentally. 

If the device total current (J) is dominated by 
space charge recombination the current is found, according 


bowozestRet. 15], as 


Cs 
J ia exp(qV_/2kT) 27) 


BS 


and following steps similar to above with radiative current 


(I) diffusion controlled, the equation of interest becomes 


ly 17.3 q 
( Tt ) = — =t1+ Tt, K 0 (28) 


Finally if the radiative current (I) is space charge 
recombination controlled and the total current (J) is space 
charge recombination controlled, according to Rose and 


Barnes [Ref. 8] the equation is 


1 eek (29) 


Table IV summarizes the light output degradation 
equations discussed. In the table I and Ip are the 
radiative currents and Jo and J are the total currents, 
radiative plus nonradiative. In the derivations the values 
for total currents are actually current density and the 
values for radiative current should be likewise. In this 
experiment the currents are meaSured, rather than current 
densities. For the radiative currents, relative intensities 
are measured. Since the currents are used in ratios it is 
possible to use the values as measured this way. This 


assumes that the device area stays constant. 
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TABLE “hy. 


BQUATIONS FOR ANALYSIS OF LIGHT OUTPUT DEGRADATION 
IN ELECTRON IRRADIATED LEDs 


Iy 2/3 ies t hos aon 
DE) oe we fe Diseens heya 
Io 1S) lye es Crus tom 
1 em rr ) eo NS es J: Space Charge 
J I: Space Charge 
Teese ol) = 5K? / ; 
O J: Space Charge 
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Ill. BARPERIMENEA See ROCCE DURES 


The LEDs in this experiment were characterized before 
and after irradiation. Details of the measurements are 
given in this chapter along with some comments on the LINAC 
and its operation. Experimental results are given in 


Chapter ery 


A. LIGHT EMITTING DIODES 

The physical configuration of the LEDs provided by 
Hewlett Packard has already been described. It should be 
reemphasized that all measurements and irradiation runs were 
done with the plastic cap and glass lens of the LEDs removed 
and the LEDS as discrete devices. 

Four LEDs, one for each color, were measured for 
relative intensity versus wavelength using a modified 
Beckman DK-1A photospectrometer and strip chart recorder. 
They were all measured at a set current and forward bias 
level. They were then irradiated to a level of 7 x Loe 
Sleyeiecoas fone fa ome: and measured again on the Beckman 
DK-1A. 

Samples of the lens and red and green plastic cap 


i3 Zz 


material were irradiated to levels oc ey ene e /cem* and 


14 2 


2° Xe any cm Measurements for transmission of visible 


and infra-red spectrum light were made on the samples before 


36 


and after irradiation. The instruments used were a Perkin- 
Elmer (PE) 330 photospectrometer for the range 185 nm up to 
2500 nm, a PE 137G for the range 2500 nm to 7500 nm and a PE 
Bowe tor 7500 nm to 25000 nm: 

Twelve LEDs, one of each color in three groups, were 
characterized for total absolute output intensity in 
MeerOwattS using a Fiber Optics 550 power meter with a model 
#255 detector. The LEDS were connected in series with a 
Peeersion !2Z08 current setting resistor and a Hewlett=- 
Packard 6216A power supply. The power supply was set to 
values of 4.0 volts and 6.0 volts for two series of 
measurements. Fluke 75 multimeters were used to measure 
circuit current and voltage dropped across the LED (Vi). 
Siem cero were accurate Co 70,01 mA and +O.01 V. A series 
of measurements was conducted on the power meter by varying 
the current at the power supply. Thus a series of voltage 
versus current versus output intensity readings were 
obtained. Each LED was characterized twice, once with the 
power supply at 4.0 volts and once with the power supply at 
6.0 volts, which gave higher current values. 

The Fiber Optics 550 power meter measures the output 
intensity of the LED and compares it to a calibrated 
microwatt internal reference. A correction factor based on 
the dominant wavelength of the LED 1S applied to a decibel 
reading and a value for intensity in microwatts can be 


determined according to 


a7 


ry ry if 
(reading + correction) dBu = 10 LOG), F7- 
or 


1 = 10’reading + correction)/10/( .W) (315 


After this initial characterization the LEDs were 
mounted on a rack in groups of four at a time, one of each 
color. This rack was mounted in the LINAC target chamber. 
The rack could be moved up and down and rotated so that each 
LED could, in turn, be put in the path of the electron beam. 
A switchable circuit was set up so that each LED could be 
powered separately. The power supply and voltage/current 
measuring meters were the same as for the preliminary 
characterizations. 

Bach LED was characterized while in the evacuated target 
chamber. The voltage/current values were varied at the 
LINAC control station using the same values as the 
preliminary characterizations. The LED light output 
intensities were measured for relative output using a simple 
photodetector cell placed in the target chamber out of line 
of the electron beam as in Figure 3. The values for 
intensity were recorded from a digital conversion meter and 
as the ordinate on an analog X-Y recorder. Each LED was 
irradiated in four separate steps. During irradiation the 


X-Y recorder plotted the light ouUtpUGc or senewre were wae 


Sys: 


target chamber 


Le 


LED 
een 





Pigduce on LENAC Irradiation Configuration 


irradiated versus time on the abscissa. The LED was powered 
at 4.0 volts or 6.0 volts with current set by the 1202 
resistor. After each step of irradiation the X-Y recorder 
continued to plot intensity versus time for about five 
minutes. After each run the LED was characterized for 
voltage versus current as in the preliminary characteriza- 
tion. Two groups of LEDS were irradiated using the 4.0 volt 
power setting and one group using the 6.0 volt setting. 
Thirty days after irradiation the LEDs were 

characterized using the Fiber Optics 550. The time delay 


was to allow any annealing that might occur to take place. 
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Bi, LINEAR ACCELERATOR 

As noted earlier, the number of electrons received at 
the target was measured by an SEM using a capacitor 
connected to a voltage integrator to determine the charge. 
The SEM is accurate to +5%. 

The electron beam size was focused to an area of .7 en. 
This was measured by examining the darkening pattern on the 
plastic LED cap material for several samples. However, for 
each run the beam had to be refocused. A television camera 
waS positioned to observe the target area. A piece of 
phosphor screen was mounted on top of the rack and an 
outline of the preset beam size drawn on the television 
monitor. This rather crude method of focusing gives an 
estimated enor to the sSea aims s itty ano] ae ee 

The SEM was 6% efficient and the capacitor had a value 
of .05 microfarads. Thus, on a per volt basis, the reading 


from the integrator gives the number of electrons/cm- 


computed as follows: 


> ae (325) 
but perry oie 

C= .05 x 107° F/vV | (33) 
and 

eS one coulomb/V (34) 
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AGesenere Are 


6.24 x 1018 electrons/coulomb C35) 


so the number of electrons is 


8 


# electrons = (6.24 x 1019) (5 xo Omee eh == oe hex On = AN (36) 


However, the SEM is only 6% efficient and the beam size is 


oo, cm? So 


es cL ee 


12 
TRCN AY a oie (37) 


# electrons/cm 


This value can be expressed as rads (Cu) by Eqn. 5 


R = (1.6 x 107°)(7 x 10'%)(1.573) = 2 x 10° rads (Cu)/V 
(38) 
The four irradiations of each LED were in steps of 0.1 
Vemltes, ©.5 volts, 2.4 voltsjand 3.0 volts each. This gave 
cumulative totals after each run of O.1 volts, 0.6 volts, 
PeOevolbtes, and 6.0 volts. ~This is summarized in Table V. 
The values for fluence and dose are rounded because of 
the inaccuracy in the measurement of the electron beam. 
Additional error iS introduced because the beam was manually 
controlled and the exact turn off point on the voltage 
integrator was determined by operator eye-hand coordination. 


Additionally, the beam could easily detune itself during a 
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TABLE V 


CUMULATIVE IRRADIATION LEVELS FOR DINAC@REenMs 


Voltage (Integrator) Fluence (e/cm*) Dose (rads) 
OFA ia. es" i Ec 104 
0.6 Ae oem 1 x 10> 
3.0 ese ko 5 x 10° 
6.0 ie On Tee IO) 


run. The operator could detect this by seeing a change in 
the progress rate of the analog voltage integrator meter and 
could correct it. It 1s possible that the actual dose 
sustained by an LED is only accurate to +25%. fhe rato ae 
which the dose was received could vary by an even larger 
amount. 

Another problem in determining dose is the distribution 
of the beam. The actual distribution of the beam is not 
known but presumed to be roughly Gaussian. Thus the 
electron fluence received by a target in the center of the 
beam could be significantly higher than on the perimeter of 
the beam. In this experiment the relative alignment of the 
rack to the beam was constant and it is felt that this 
distribution problem was corrected for as much as possible. 
The fluences and doses for the whole beam are still accurate 
as detailed above, but the dose received at one point in the 


LED could be higher by awbactormol Up seome. ec. 
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Another factor affecting dosimetry would be secondary 
production of electrons from the bremsstrahlung gammas. As 
explained before, these gammas were ignored due to their 
penetrating power but some contribution to dosage can be 


presumed. 


SF Powe oea LURE CONSIDERATIONS 

Throughout the measurements constant temperature (200 =) 
is presumed. Due to the transfer of energy to the devices 
and the absence of an atmosphere to conduct away heat in the 
target chamber it is possible that a significant temperature 


Brse could occur. The thermal radiation dose is 


BOs EAC 2. 40" (39) 


where D is the dose in calories and oS is the specific heat 
of the material (cal/°K-mole) and p is the density and M the 
mass of the material. The estimated maximum temperature 
rise for the maximum dose applied in the longest 
irradiations was 20°K. This is not sufficient to cause 
damage to the LED. The V-I characteristics of the LEDs will 


be altered slightly. 
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IV. RESULTS AND DISCUSSION 


This chapter presents the results of irradiation of 
LEDs with 30-MeV electrons. First an array of graphs is 
presented which tabulates the data taken in a readable form. 
The effect of radiation damage on total current and 
radiative current is then shown along with the effects on 
the plastic cap and glass lens materials. The effect on 
radiative current is presented in terms of intensity versus 
time and then intensity versus dose. These two presenta- 
tions show intensity in normalized or arbitrary units for 
each cumulative dose applied to the LED. Also given in 
Appendix A are tables of absolute intensity versus forward 
bias and current. Discussions of results are included with 
the explanations of the presentations. Conclusions and 


ideas for further work are given in Chapter V. 


A. PLASTIC CAP AND GLASS LENS 

The plastic cap material and glass lens samples were 
irradiated separately. Since the intensity of an LED was to 
be measured in the target chamber, any darkening that might 
occur in these two components would have interferred with 
measurements. The damage sustained by these components, 
affecting output intensity, would be added onto the damage 


Sustained by the LED itself. The dosages applied to the 
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lens and cap materials were an order of magnitude greater 
than the maximum dosage applied to any LED. 

Both types of materials were measured on the Perkin- 
Elmer photospectrometers where transparency versus 
wavelength was recorded (Figures 4 and 5). The devices use 
a radiant source and measure the amount of intensity 
transmitted, compared to a reference sample. Figures 4 and 
5 show the results in the visible light range. Measurements 
were also done in the infrared region but showed no 
significant change after irradiation. In the visible 
region, there is a 30% reduction of transparency at 550 nm 
for the plastic cap material and a 15% reduction of 
transparency for the glass lens material. An interesting 
phenomenon (not investigated further) was that the darkened 
portion of the plastic material lightened almost to its 
Original color when measured first on the infrared machine. 
This was possibly due to warming of the plastic from the 
infrared source. 

The lenses were found to be orientation sensitive. An 
effort was made to always have the lens in the same 
position when working with it. It was not determined 
whether this effect was due to polarization or simply 


imperfection in the lens shape or mounting. 


B. LED WAVELENGTH ALTERATION 
Several preliminary runs were conducted on LEDs with 


Beeageceot Up tol MRad- ~The LEDS were measured before and 
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after irradiation for relative output versus wavelength 
using the modified Beckman DK-1A photospectrometer. The LED 
replaced the light source anda prism dispersed this light 
by wavelength which was then collected by the machine's 
photomultiplier tube. The purpose was to see if any shift 
in wavelength occurred due to radiation damage and to 
determine dose levels to use in later runs. A typical 
example of the result after 180 KRads (Cu) is shown in 
Figure 6. The intensity was reduced significantly but there 


was no detectable shift in wavelength. 


Ce LED CURRENT VERSUS FORWARD BIAS 

Figures 7 through 14 show the voltage versus current 
(VI) characteristics curves for the LEDs tested.) fhere ere 
two graphs for each color of LED, one with a single LED 
powered by 6.0 volts at the power supply, labeled “high 
current mode", and one with two LEDS powered by 4.0 volts at 
the power supply. On each graph, each LED has five curves 
associated with it. One curve represents the character- 
istics before irradiation and four curves show the 
characteristics after each level of irradiation. The doses 
are cumulative and the curves represent the values for the 
cumulative levels. 

On the graphs each curve is indicated by a distinctive 
mark for each level of irradiation. Additionally, under 


each curve labeled in the legend is a solid line or dashed 
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Figure 6. LED Intensity versus Wavelength 
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Figure 7. VI Characteristics for Red LED in High Current Mode 
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Figure 9. VI Characteristics for High Efficiency Red LED in 
High Current Mode 
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Figure 13. VI Characteristics for Yellow LEDS in High 
Current Mode 
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line which distinguishes the curves by LED on the graphs. 
On graphs with only a single LED only solid lines are used. 

For values used in calculating the slope, used for 
determining the type of current controlling mechanism, the 
important part of the graph is the straight part, constant 
Slope. It can be seen that the red LED slope remained 
constant and HER changed very slightly. The yellow and 
green LEDs show a more apparent shift in slope. Above the 
point where the curves start to flatten or even turn 
downward the slope of the curve changed rather dramatically 
for the yellow LEDs. 

The effect of temperature on n, the constant that 
indicates whether the current is diffusion or space charge 
limited, has not been quantified. As discussed, all 
irradiation runs were done at room temperature but the 
energy transferred to the LEDs by the beam could affect n 
slightly. However, little or no difference in V-I 
measurements was detected after the LEDs cooled and the 
measurements were redone. 

Appendix A gives voltage, current and absolute output 
intensities for LEDs before irradiation and after total 
irradiation for 4.0 Vand GeO VY at the pever (suieel 7 eae 
values for post-irradiamtion are aft ten = °edays stoma low 
annealing. 

The type of current controlling mechanism for each type 


O£ LED wile be sshewne This is ethe value of Net von 


aye 


Jor IT = C exp(qV_/nkT) (40) 


weGe values Lor Weare for total current as found from 
meetines | 7 —encough IF eyalues for If are for radiative 
current found from the graphs as outlined in the following 


Sections. The value Of nm 15 Calculated from 


ave 
big \aes) = Lai (Gate nak? (CA) 
and 
i ote: 
A (ge 9) a AV. (42) 
or 
A Vv, 
n= kT NON (43) 


The values for n are tabulated in Table VI. The values 
given in Table VI are the LED color and serial number and 
the LED power supply voltage. If the power supply voltage 
is 6.0 V then the LED is being powered in the high current 
mode. This is only a relative desSignation and is not a 
special mode of operation. The three values of n are as 
follows: (a) n, represents the value of n for the LED 


Spo eGemlaiacduatlon, (b) ny; represents Ehemvalue of Nakor the 


Ee beawectes| | irradiation, (c) Ny, represents the value of n 
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for the excess current induced. This was calculated by 
taking the difference of the values of J for a given Ve ane 
different points on the curve and calculating n in the same 
manner given above. It is for the value after total 
irradiation. Note that the values for the yellow LED's vary 
greatly due to the difficulty in measuring the slope of the 
VI curve when the shape was changing so much. 

There are several sources of error in the values in 
addition to the temperature effects already discussed. Due 
to the limitations of equipment (multimeters), it was not 
always possible to get well down onto the "Straight" portion 
of the curve. Because the curves are semi-log, the slope 
measurements are very sensitive to slight changes. 
Additionally, the curves bend over at the top due to 
reaching an overdriven state where the equation no longer 
holds. 

Examination of Table VI shows that the high efficiency 
red (HER), green, and yellow LEDs show space charge 
characteristics before and after irradiation and that the 
excess current induced by irradiation was space charge type. 
The yellow values were particularly hard to measure due to 
the overdriven state reached at relatively low values of Vg 
as seen in Figures 13 and 14. The red LEDs show total 
current of diffusion type and an excess current also of 


diffusion type. This indicates that the red LEDS were 
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LED 
Color 


RED 


HER 


GREEN 


YELLOW 


276 


Nex 


VALUBS SOF n FOR TOLEAL CURRENT, 


Serial 


Number 


#66 


#63 


#65 


#80 


#92 


#91 


#115 


#42 


#31 


#18 


# 5 


# 20 





TABLE VI 


Power 


Supply 


0 
40 
4.0 
40 
au) 


(Vv) 


Value before irradiation 


=mvaie arterc irradiation 
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= Value for excess current induced 


J 
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Sis, 
ors 
26 
71 Oe 





probably being driven at a higher current density and 
possibly had smaller junction diameters. Examination of 
Figures 7 and 8 shows that the red LEDs also showed less 
tendency to being overdriven to a higher level compared to 
the starting value of the curve. The HER curves also show 
the characteristics of higher current density similar to the 
red LEDs. The higher current density in the red and HER 
could be a result of smaller junction area, more efficient 
carrier diffusion or both. This was not urine. 


investigated. 


Die LED LIGHT OUTPUT DEGRADATION 

The second type of measurements taken were for light 
output intensity versus dose or fluence for the LEDs. Real 
time measurements were taken using a photocell in the target 
chamber. Measurements of absolute output intensity were 
also obtained uSing the Fiber Optics 550 meter. The results 
for the real time measurements are shown in Figures 15 
through 30 and the results for the absolute values are 
tabulated in Appendix A. 

Figures 15 through 26 show a normalized light output 
(I/T)) versus time. Each color LED has three sets of 
graphs. One shows the high current mode, one shows the two 
LEDs at the lower current values and one shows all three 
LEDs for a given color plotted together. The flux for all 


ial 


runs averaged to 4.3 x 10 e~/cm“-s as shown on the graphs 
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em@eealthough there was some variation (1.2 x 10 a /cm~-s 


Ta Een 


Boman. 2 x 10 -s) in the beam this average value is 
used on all of the graphs. In Figures 15 through 26 the 
decrease in output intensity is seen by the downward trend 
of the plot for each LED. This decrease in intensity has an 
approximately constant slope with time and the sustained 
fluence increase until the device is no longer giving 
Sroniiticant light output. 

Figures 27 through 30 show the output intensity versus 
fluence. The fluence was obtained by multiplying flux times 
time, using the average value for the flux. 

On both types of plots, indications of annealing can be 
seen. On the first type of graph, the curves show a sharp 
downward slope until the point where the LINAC electron beam 
was Switched off. The line of intensity versus time then 
Bllepesmmo Shagoly at £Lirst, flattening out but still with a 
positive slope for an extended period of time. The time 
between each run was about five minutes. The total amount 
of recovery can be gauged by comparing the bottom part of 
the dip to the first value on the next run. The second set 
of curves have the annealing tails cut off so that the 
difference between the end of one run and the beginning of 
the next 1S more readily seen. 

The annealing properties of GaAs and GaP and GaAs Pi _, 


are known phenomenon that make them useful materials. This 
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1S one reason NASA suggested GaAs for the solar power 
satellite as mentioned. No attempt is made here to quantify 
the values. 

An interesting and unexpected phenomenon can be seen on 
the graphs for the yellow and green LEDs. On the last runs, 
where the LED is essentially "dead", the output intensity 
was raised during the time that the electron beam was on. 
This effect was noticeable on the TV monitor where the 
visible LED output glow was seen to increase during 
irradiation. Sometimes no visible emission at all existed 
before and after the electron beam was on anda visible glow 
did appear during irradiation. Notice also the effect was 
not aS pronounced for the high current mode of operation and 
Was not detected in the red and HER LEDs. This phenomenon 
was not further investigated. 

The values for n for the radiative current were 
calculated ina manner Similar to that done for total 
current. The values used for getting the slope of the curve 
are those for the absolute output of the LEDS given in 
Appendix A. These values are listed in Table VII. [It 
should be emphasized that the values for n in this table are 
for that portion of the current which is radiative, in other 
words producing light. The radiative current controlling 
mechanism can be different from the total current con- 


trolling mechanism, and 1s in several cases. The values in 
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TABLE VEL 


VALUES OF n FOR RADIATIVE CURRENT 





LED Serial 
CoOror Number 
RED #66 

#63 
HER #80 

#92 
GREEN #42 

#115 
YELLOW #18 

#5 
Ny = 


2 
li 





Power 
Supply (V) No 

Ee) 1g 
nO dl 
6 iy: 

On. Te 
20 

SA 
20 ae 

S08 z 
0) 
a) 
518 

S270 2) ol 
a8, 
ao) 

S20 : 


Value before irradiation 


Value after irradiation 
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the table are No for before irradiation and Ny £ Ota £ ter 
irradiations 

The red and HER LEDS appear to have radiative current 
that is diffusion controlled. The yellow and green LEDs 


have radiative current that is space charge recombination 


cOoOnEGcol Led: 


ES LIFETIME-DAMAGE CONSTANT PRODUCTS 

As discussed in the background chapter and summarized in 
Table IV, i£ one knows the current controlling mechanism for 
an LED, a phenomenological lifetime-damage constant product, 
COK, can be determined. The previous sections concerned 
determination of the current controlling mechanism by 
determination of n, the slope of the V-I and V-J curves. 
These current controlling mechanisms and the calculated TOK 
value are tabulated in Table VIII. 

In uSing the appropriate equation from Table IV, the 
value of I/I, is needed. This was obtained from the 
appropriate Curve in Piguresm@> threughe2cerer I/Ipo axe. 1G 
seconds. This value was chosen because it appears to be a 
point where the curves start to flatten and the formerly 
constant values for TK are changing. Thus for LED #63 the 
ValeousLs I/Iy = .48 and from Table IVWtier 1 andeJedit coc ten 
GOneErol led 


el an = 1S (44) 
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Aimed =) 45 30 10t¢ a” feng so that 


I one eS (45) 


t.K = 1.5 xaom 
Since the green and yellow LEDs were totally space charge 
recombination controlled, values for J instead of I are 
used. The values for J and Jo were taken at the same 
voltage for a given color at a point in the middle of the 
flat pare ofmthe Silepe- 

Note that the value of TOK is inversely related to the 
hardness of the device. Thus the higher the number the more 
Susceptible is the device to radiation damage from 30-MeV 
electrons. The high efficiency red LEDS appear to be the 
hardest with the red and yellow LEDs slightly more 
Susceptible. The green LEDs are significantly softer than 


the other three types of LEDs. 


Eu, DISCUSS LON 

The lifetime-damage constant products shown in Table 
VIII for 30-MeV electron irradiation of the LEDs are 
appropriate for constant current operation of these 
devices. Stanley [Ref. 4] tested epitaxial (not specified 
if liquid or vapor) GaAs LEDs and found ToK values in the 
range of 1-2 x ome aioe Was eee FOL irGadilatieonm oy higia 
energy electrons. His values for diffused LEDS were 
(,12=-—..050) 19713 om-/electron for GaAs and .04 x io = 


Bie /Slaekeor for GaP. 
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Rose and Barnes [Ref. 8] showed that proton irradiation 
of LEDs resulted in an increase in total LED current at a 
given voltage. This nonradiative excess current was a space 
charge recombination current which degraded the LED output 
for constant current operation. For higher-current-density 
small-junction-area LEDs the total current (radiative and 
nonradiative) was closer to a diffusion current where n = l, 
and the proton induced excess current was less significant 
over a large voltage range. They compared their results to 
earlier work they had done using neutrons and found similar 
effects. The results of my experiment for 30-MeV electron 
irradiation showed a Similar increase in total current for 
lrradiation. Three of the four types tested had an excess 
nonradiative current that was space charge recombination 
dominated similar to the Rose and Barnes results. One group 
of LEDs showed behavior similar to the higher-current- 
density small-junction-area devices tested by Rose and 
Barnes. It 1s not certain which characteristic determined 
this behavior although a smaller junction area is assumed. 

All the LEDs tested here proved to have similar 
sensitivity to radiation with values close to earlier tests 
on epitaxially fabricated LEDs. The green LEDs, the only 
color LEDs fabricated by LPE are more sensitive than the 
Seieamecolors which are products of VPE. 

Rose and Barnes [Ref. 8] suggest that bias induced 


annealing in LEDs indicates that damage consists primarily 
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of point defects rather than damage clusters which are 
characteristic of neutron induced damage. They and Millea 
and Aukerman [Ref. 6] observed the absence of bias induced 
recovery in neutron irradiated LEDs. This is in agreement 
with the fact that the average energy transferred by an 
energetic electron undergoing collision is much less than 
that produced by an energetic neutron undergoing collision. 
Usually an electron will produce in effect one product 
electron in one collision and then pass on. A neutron must 
collide with the nucleus, a much smaller target, in 
essentially an elastic collision. This displaces the 
nucleus which i1onizes nearby lattice atoms causing a cluster 
of local defects. 

Ionizing proton damage usually produces point defects. 
Of interest, Hardwick and Kalma [Ref. 16] tested a variety 
of LEDS using 30-MeV protons and found the device to degrade 
90% cart tesa ox Hoes protons/em~. This converts toa Tok of 
OeZ2 x oe cm*/proton which iS approximately an order of 
magnitude smaller than the values obtained in this 


experiment. 
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Ve. CONCLUSIONS AND FUTURE WORK 


This investigation of electron damage in LEDs has shown 
Ehat the eGEftects of 30-MeV electron irradiation are similar 
to those of earlier work for electrons and for other 
radiation mechanisms. 

The LPE fabricated LED showed a higher vulnerability to 
damage than the VPE LEDs. The red and HER LEDS were 
slightly more resistant to damage than the yellow. [In the 
case of the red LEDs, this appears to be due to a higher 
Current density due to a smaller junction size. In the case 
of an HER LED it could be due to the same effect, although 
its current density doesn't appear to be as high as the 
red's. It could also benefit from the higher efficiency in 
conversion (nonradiative to radiative current ratio). In 
other words, although its total current density is not as 
high as that of the red LED, its radiative current density 
is higher. 

There are two electron induced degradation components in 
constant current operation of LEDs. Firstly, introduction 
of defect related, nonradiative recombination centers 
degrades the minority carrier lifetime and light output 
through increased competition for excess carriers. 


Secondly, excess current due to additional recombinations at 
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defects in the space charge regions can cause an increase in 
LED current anda reduction in efficiency. The second type 
can possibly be detected by conducting the irradiation at a 
constant voltage instead of constant current, as suggested 
by Rose and Barnes [Ref. 8]. There are some indications 
that this effect 1S present since the red LEDS showed less 
Spread in the voltage current characteristic curves. 
Indications in the other colors of LEDS were not conclusive. 
It should be noted that the longer wavelength devices showed 
more hardness. This effect could well extend into the 
infrared region. 

In future work, closer attention might be paid to 
temperature variation due to absorbed energy possibly by 
using a heat sink or liguid nitrogen bath. Additionally, 
the dosimetry variations due to beam distribution might be 
determined by aiming the beam through various size holes in 
phosphorescently painted material and measuring the 
intensity variation. The problem of secondary gamma and 
electron production could be reduced by cutting off the 
metal can surrounding the active part of the diode and 
positioning a dosimeter next to the active region. This 
would give a more precise measurement of the effects of 
electrons on the semiconductor material itself. On the 
other hand, with the experiment performed as here, the 


effect on the total device is found, also a useful piece of 
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mesemactiOns. Fine tuning dosimetry is a difficult task and 
one fraught with many interpretive harzards. The 
interesting glow produced in the green and yellow LEDs might 
be further investigated to determine its source and why the 
effect 1S not apparently present in the red and HER LEDs. 
These LEDs are designed for use in systems that are 
going to be used by personnel. The dosages inflicted on the 
devices were sufficient to cause injury or death to humans 
if sustained as a whole-body dose. Thus the LEDs are 
adequately hardened for tactical levels. These devices 
would not likely be hardened sufficiently for expected 
levels of radiation in an outer space or strategic 
environment but it is expected that they would find little 


application in an unmanned system. 
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APPENDIX A 
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